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ACTION FBO-01 

INFO OCT-01 NEA-09 ISO-OO A-01 /012 W 

008635 

R 130650Z JUN 74 
FM AMCONSUL MADRAS 
TO AMEMBASSY NEW DELHI 
SECSTATE WASHDC 2602 

UNCLAS MADRAS 0733 

E.O. 11652: N/A 
TAGS: ABLD, IN 

SUBJECT: EMERGENCY GENERATORS 

REF: (1) NEW DELHI 6399 
(2) STATE 106966 

1. FIRMS WHICH SUPPLIED QUOTATION FOR CONGEN'S ORIGINAL GENERATOR 
ESTIMATE HAVE SUBSEQUENTLY RAISED PRICES. FOLLOWING CURRENT 
ESTIMATES JUST RECEIVED: 

A. POWER CENTRE PVT. LTD.: 

7.5 KVA. 12 H.P. RS.27, 000.00 

SALES TAX 7 PCT RS. 1890.00 
SURCHARGE 5 PCT 94.50 1,984.50 

TOTAL RS.28,984.50 

B. POWER SYSTEM ENGINEERS: 

7.5 KVA. TA-2/TV-2, 12 H.P. RS.24, 400.00 

SALES TAX 7 0:5 RS.1708.00 
SURCHARGE 5 PCT 85.40 1,793.40 

TOTAL RS. 26, 193 .40 

C. SAKUNTHALA ENTERPRISES: 
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10 KVA, 8 KW, 14 H.P. TV-2 RS.24,800.00 
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SALES TAX 7 PCT RS. 1736.00 
SURCHARGE 5 PCT 86.80 1,882.80 

TOTAL RS.26, 682.80 

MANUFACTURERS FOR ITEMS A AND B ARE IN MADRAS, 10 KVA GENERATOR 
IS MADE IN SELHI BY S.K. ENGINEERING COMPANY, SARATHA ANAND MARG.O 
TEL 265244. 

2. SINCE ALLOTMENT OF USD 28,572 WILL BE INSUFFICIENT FOR ORIGINAL 
QUANTITY GIVEN PRICE INCREASES, CONGEN BELIEVES QDEQUATE SOLUTION 
WITHIN ALLOTMENT WOULD BE TO PROCURE ONE 30 KVA SET FOG THREE 
ADJOINING PROPERTIES AMD REDUCE NUMBER OF 7 VA SETS BY ONE, 
ASSUMING CGR WILL BE OCCUPIED BY NEXT SUMMER. THUS INSTALLATION 
WOULD BE AS FOLLOWS: 

PROPERTY NO. HOUSE NAME VAPACITY 

55428 A & B ROHINI & PADMINI 7.5 KVA 

43428 FLAME -DO- 

53428 47 POIS GARDEN -DO- 

57428 1-B KODAMBAKKAM -DO- 

44428 BOWER -DO- 

54428 PLOT 50 -DO- 

52428, 56428 & LINCOLN, 3-G AND 3-F ONE 30 KVA SET 

58428 

6 SETS AT GS.26, 200.00 ... RS. 157,2000 
1 30 KVA SET APPROX. ... 55,000 
TOTAL RS. 2 12,200 

OR USD ... 27,310 



2. DEPARTMENT APPROVAL OF PROPOSED INSTALLATION REQUESTED SOONEST. 

4. FOR NEW DELHI: PLEASE ADVISE ASAP IF SAVINGS COULD BE EFFECTED 
BY EMBASSY PURCHASE OF ABOVE GENERATORS CONSIDERIMG MADRAS SALES 
TAX AND SURCHARGE OF RS. 14,200.00 VS SHIPPING COSTS AMD POSSIBLE 
DELAYS. 

GENERATOR SETS COULD BE BELIVERED FROM MADRAS FIRMS WITHIN 3-4 
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MONTHS. 

GREENE 
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